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The Sogneflord is one of the longest of the Norwegian 
fjords, measuring 112 miles with an average width of four 
miles, and in some places it is nearly 4,000 feet deep. It is 
a great place for salmon fishing, salmon ladders being 
erected at various points in order to enable the fish to ascend 
the rivers. 
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The Sognefjord is one of the longest of the Norwegian 
fjords, measuring 112 miles with an average width of four 
miles, and in some places it is nearly 4,000 feet deep. It is 
a great place for salmon fishing, salmon ladders being 
erected at various points in order to enable the fish to ascend 
the rivers. 
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